EVERGREEN INTERNATIONAL AIRLINES 
3850 Three Mile Lane 

McMinnville, OR 97128-9496 USA 

Phone: (503) 472-0011 

Fax: (503) 434-4210 © Sita HDQOOEZ 


Quality Without Compromise 


